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Blount’s Butler Is on the P.O. Payroll 


rooms can compare with it for 
size and splendor. 

Not since Louis XIV has so 
much public money been lav- 
ed on a public official’s of- 
fice. Even the reception room 
with its high ceilings and 
great chandeliers somewhat 
resemble the throne room at 
Versailles. 

In these magnificent sur- 
Blount, the Cham- 
ber of Commerce executive 
from Alabama, looks as If he 
had wandered by mistake into 
the- 17th century. 


who have' met Butcher, how* 
“ that he was wear- 
coat and was serv* 
filet mignon in the 
General’s private 

, v cox, 

n to his butler du- 
ties, Butcher also serves as 
Blount’s cook, valet and handy- 
man. He broils the steaks to 
order in the Postmaster Gen- 
eral’s private kitchen. 

As the Nation's postal r“ 
Jan drum, Blount has 1 
the most grandiose 
kitchen-dining complex in 
Washington. Designed by big I 
Jim Farley, few grand ball- 1 
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